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1» FOLLOWING are EMERGENCY FIELD WEATHER FORECAST FOR PERIOD 
®/0300Z TO 05/I100Z. WEATHER OBSERVATION TINE 0^/0600Z, 


25X6 A« 


2/8 STRATA CUMULUS 03 


THOUSAND FEETo 2/8 ALTO CUMULUS 10 TO 12 THOUSAND FEET. 2/8 
CIRRUS 25 THOUSAND FEET, SURFACE VISIBILITY 2 NM TO 0400Z WITH POSSIBLE 
LOWERING TO ONE HALF NM IN GROUND FOG. AFTER 0400Z 5 NM. SURFACE 
WIND VARIABLE AT 3 KNOTS TO 0400Z, 230/5 KNOT S THEREAFTER, 

25X6 3« I 1 , 


STRATA CUMERUS AT 03 TO 04 THOUSAND FEET, 3/8 ALTO CUMULUS AT 12 
thousand FEET.es SURFACE VISIBILITY 5 NM , HAZE, SURFACE WIND 


340/8 KNOTS. 


5/8 CUMULUS 03THOUSAND FEET. 2/8 ALTO CUMULUS 


12 THOUSAND FEET, 5/8 CIRRUS 25 THOUSAND FEET, SURFACE VISIBILITY 
2 NM TO 0400Z, 5 NM THEREAFTER, SURFACE WIND 120/6 KNOTS. 

\ 6/8 CIRRUS 25 THOUSAND FEET, 
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